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SUBJECT: 


DEPARTMENT OF THE ARMY Mr. Meeks/bl/504-7504 


US ARMY FOREIGN SCIENCE AND TECHNOLOGY CENTER 
220 SEVENTH STREET, NE. 
CHARLOTTESVILLE. VIRGINIA 22901 


REPLY TO 
ATTENTION OF: 


CW/BW Sample Management Procedures 


1 3 OCT 1982 

/ / 

f ‘I - 

, \ 


SEE DISTRIBUTION 


1. Reference is made to DCI Memorandum, Subject: DCI CBW/Toxin-Use 
Working Group, 4 Aug. 82, (U) (NOTAL) . 

2. The Army Materiel Exploitation Directorate (MED), USAFSTC, as the 
National single manager for analysis of suspect CW/BW contaminated materiel, 
has developed new collection and analysis procedures for implementation. 

It is requested that addressees, comment /concur on these procedures 
attached as inclosure 1. Also, attached for information is the previously 
published US Army Chemical Systems Laboratory (CSL) Sampling Instructions, 
and the US Army Technical Escort Unit Packaging and Transportation pro- 
cedures. Your review comments should be dispatched so as to arrive USAFSTC, 
ATTN: DRXST-FM not later than 22 Oct. 82. 


3. USAFSTC manager for this project is Gene Meeks, AUTOVON 274-7504, commercial 
(804) 296-5171 ext. 504. 


FOR THE COMMANDER: 

4. Incl 

1. FSTC Sample Management 
Procedures (U) 

2. CSL Sampling Instructions (U) 

3. TEU Sample packaging Procedure (U) 

4. TEU Trasportation Procedures (FOUO) 



Materiel Division 


AFMIC-CR/CPT 


DISTRIBUTION: 

Director, Armed Forces Medical Intelligence Center ATTN: 

Menneto, Fort Itetrick, MD 21701 

HQDA, ATTN: DASG-MIR/MAJ Sawallesh, Washington, DC 20310 
Commander, US Army Materiel Development and Readiness Command, ATTN: 

F/Mr. Pales, 5001 Eisenhower Avenue, Alex andria, VA 22333 

Defense Intelligence Agency, ATTN: DT-lA j j Washington, DC 20310 


DRCDE- 


Defense Intelligence Agency, ATTN: DT-3BL 


Washington, DC 20310 


Commander, US Army Medical Research Institute of Infectious Diseases, ATTN: 
LTC Banner, Ft. Detrick, MD 21701. 


QTAT 

STAT 
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DRXST-FM 

SUBJECT: CW/BW Sample Management Procedures 


^ 3 OCT 1982 


Commander, US Army Armament Research and Development Command, 
RAI-C/Mr. Pfister, Aberdeen Proving Ground, MD 21010 
Commander, US Army Armament Research and Development Command, 

CLB-R/Dr. Sarver, Aberdeen Proving Ground, MD 2 1010 

Central Intelligence Agency, ATTN: OSWR/STD/LSBy 


ATTN : DRDAR- 
ATTN : DRDAR- 
Washington, DC 


\,.^CShtral Intelligence Agency, ATTN: NOI/AL/Mr,. Heyman, Washington, DC 20505 
Central Intelligence Agency, ATTN: DCI-NIC I [ Washington, DC 20505 

US State Department, ATTN: Mrs. Blair Murry, Washington, DC 20310 


STAT 

STAT 
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